
SPECIFICATIONS: 

Power Capacity: 8000 mAh 
Battery Cell: Lithium Polymer 
Rated Input: 19V, 3500 mA 
Rated Output: 5V, 500mA 
Rated Output:12V, 2000mA 
Rated Output:19V, 2000mA 
Dimensions: 4.3 Lx 2.9W x 0.9H in 
Weight: 7.9 oz 

SPECIFICATIONS TECHNIQUES: 
Capacite d'alimentation: 8000 mAh 
Pile bouton: Lithium-polymere 
Tension nominale:19 V CC, 3500 mA 
Puissance de sortie: 5 VCC, 500 mA 
Puissance de sortie:12 V C〔, 200 0 mA 
Puissance de sortie:19 V CC, 200 0 mA 
Dimensions:10,9Lx 7,36W x 2,3H cm 
Poids: 223,96 g 
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Battery Check/ 

Bouton d'etat de charge 
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How to Use/ 













































































































































